From: Jan Harrington [harrington.jan@gmail.com] 

Sent: 1/25/2018 5:53:29 PM 

To: Cooper, Roy A [/o=Exchangel_abs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=f6d90b86b0494f09b93aala4e303b007-racooper] 
Subject: [External] No to the Atlantic Coast Pipeline 


CAUTION: External email. Do not click links or open attachments unless verified. Send all suspicious email as an attachment to 
report.spam@nc.gov. 


Dear Governor Cooper, 

I am writing to urge you not to approve the Atlantic Coast Pipeline. We can't afford the risk of more leaks and 
spills along our coastline. Natural gas is a huge contributor to climate change. Approving the pipeline endangers 
our state, our country, our planet and our children's future. 

Please stand up to the fossil fuel industry and show that North Carolina is a leader. 

Sincerely, 

Jan Harrington 

102 Stoneridge Place 

Chapel Hill, NC 27514 










